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EXCON 
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TAGS: ESTC, COCOM 

SUBJECT: US SEISMIC DATA PROCESSING SYSTEMS TO USSR 
REF: COCOM DOC. (78) 456 

1 . GERMAN DEL HAS ASKED THE FOLLOWING RESERVE QUES- 
TIONS ON THE SUBJECT CASE. 

" A) WHY IS A TOTAL EFFECTIVE BIT TRANSFER RATE OF 
32 MBITS/SEC REQUIRED FOR THE INDICATED 
END-USE? 

B ) WHAT IS THE TOTAL EFFECTIVE BIT TRANSFER RATE 
FOR THE SYSTEM RDS-500 PHOTODOT (SEE ATTACH- 
MENT 3/2, ITEM 4)? 

C) WHY IS IT NECESSARY TO REPLACE THE PREVIOUSLY 
EXPORTED SYSTEMS 1703 WHICH HAVE A RATHER 
WEAK POWER BY ELECTRONIC COMPUTER SYSTEMS 
WHICH HAVE A NEW TECHNOLOGY WITH A RELA- 
TIVELY HIGH POWER? 
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D) FOR WHAT PURPOSE AND FOR WHICH PROJECTS ARE THE 
ANALYSED SEISMIC DATE TO BE USED? (THE 
GERMAN AUTHORITIES BELIEVE THAT THE INDICA- 
TION OF THE END-USE IS NOT DETAILED ENOUGH 
TO ALLOW TO EVALUATE A POSSIBLE STRATEGIC 
RISK.)'' 
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2. ACTION REQUESTED: RESPONSE TO GERMAN QUESTIONS. 
SAT ,7, MAN 


CONFIDENTIAL 


NNN 
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